To:  Morin,  Jeff[Morin.Jeff@epa.gov];  HNG-AO[HNGAO@epa.gov] 

From:  Gordon,  Mark  C. 

Sent:  Wed  8/12/2015  6:42:33  PM 

Subject:  RE:  *insert  new  Banner  #1 


OK,  restored. 


From:  Morin,  Jeff 

Sent:  Wednesday,  August  12,  2015  2:35  PM 
To:  Gordon,  Mark  C.;  HNG-AO 
Subject:  RE:  ^insert  new  Banner  #1 


please  put  baek  the  old  banner  #1,  but  now  it  becomes  #2. 


this  was  to  INSERT  a NEW  Banner  #1,  nor  replace  the  old  banner  #1 . 


We  should  end  up  with  4 banners  total. 


Jeff  Morin 

Office  of  Web  Communications 
US  Environmental  Protection  Agency 


w 202-564-6553 


From:  Gordon,  Mark  C. 

Sent:  Wednesday,  August  12,  2015  2:23  PM 
To:  Morin,  Jeff;  HNG-AO 
Subject:  RE:  *insert  new  Banner  #1 
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It’s  live  now. 


From;  Morin,  Jeff 

Sent:  Wednesday,  August  12,  2015  2:07  PM 
To:  HNG-AO 

Subject:  *insert  new  Banner  #1 


Hi,  please  insert  a new  Banner  #1  on  EPA  home: 


img  attached 


left  bar 

Gold  King<BR> 
Mine  Response 


sentence 

EPA  is  working  closely  with  first  responders  and  coordinating  with  local  and  state 
officials  to  ensure  the  safety  of  people  impacted  by  water  contaminated  as  a result  of 
the  spill. 

link 

Read  more 


http://www.epa.gov/goldkingmine 


thanks. 
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Jeff  Morin 

Office  of  Web  Communications 
US  Environmental  Protection  Agency 


w 202-564-6553 
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